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Mint of the United States at Philadelphia, Pa., 
Machine Shop 
July 6, 1883 


Hon. A. Loudon Snowden 
Superintendent 


Sir, 


I would respectfully ask your approval, for the flooring of the Machine Shop, with such 
concrete as used in front of the new Post Office building. 


The present flooring is so worn that damage by leakage has been done to the ceiling of 
the Coining Room, in fact some of the boards are loose, and can not be fastened owing to the 
rottenness of the sleeper’s. The area to be covered is 110 yds. 3 1/3 feet. Should you conclude to 
have it done, I would suggest that it be done at the earliest opportunity, so we may have time to 
place the tools before the commencement of operations. 


Very Respectfully, 
Saml. James 
Foreman 


